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The following paragraph replaces existing Paragraph 1.3.3 on page 
1-5. 


1.3.3 Dual-Port Capability 


Multiple disk drives (the number depends on the type of 
controller used) can be operated from a single controller for 
added storage capacity (Figure 1-4). Also, a dual-port feature 
permits a second controller to be connected to a subsystem. See 
Figure 1-5. When two controllers are connected in thiS manner, 
either controller can be selected to access a drive; however, a 
drive can only be on-line to one controller at ae time. Any 
change in controller access requires the execution of a 188 to 
268 millisecond microcode switchover process in the drive and 
controller. 
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Figure 2-1 RA8I1 Electrical Plugs and Receptacles 
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